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Nassif, Julianne (DPH) 

Monday, April 05, 2010 11:16 AM 
Saunders, Della (DPH) 

OT 


I am not sure if I ever responded to you about OT - we are good to go for several (5, maybe more) more weeks. 
Julie 
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Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
iujjan_ne,_n^ 


1 


Folk OIG PRR 000979 





